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Revision ID: 
Item Name: 
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Picklist Print Page | 
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Work Order ID: 55428 @IIIIIIIIIIIIIII x 
Parent Item: DSI9052-013 TV A T TTT 


Parent Item Name: Pod Quick Release Start Date: 1/18/10 Required Date: 1/19/10 
Comments: IPP Rev:A 02.05.15 New Issue NG Start Qty: 3.00 Required Qty: 3.00 
Component Item ID/ Replacement Mfg/ Bin Primary Last Route Unit of Qtyon Remaining Qty Date Status 
Item Name Item ID Purch Item Location Location Seq ID Measure Hand Qty To Pick Issued Issued 
Purchased No | 120 Each 28.0000 3.0000 
— III III III III Ñ jo -7-18 59 
| ad Pin 
Warehouse Loc Qty Loc Code 
Location 
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š 112689 26 l 
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DART SERVICE INSTRUCTION 


TO AMEND INSTALLATION INSTRUCTIONS D350-607 REV. F OR LATER REV. 
(REF. CANADIAN STC: SH94-14, REF. FAA STC: SR00213NY) 

AND TO AMEND INSTALLATION DRAWING D350-602 REV. E OR LATER REV. 

(REF. CANADIAN STC: SH93-97, REF. FAA STC: SR01144NY) 


PURPOSE: TO ALLOW SUBSTITUTION OF THE BASKET/ POD ATTACHMENT BOLTS WITH QUICK 
RELEASE PINS 


THE AN4-12A / AN4-15A / AN4-16A BOLTS USED ON D2230-1 CLAMPS MAY BE REPLACED WITH STAINLESS 
STEEL POSITIVE LOCKING QUICK RELEASE PINS WITH A MINIMUM DOUBLE SHEAR STRENGTH OF 2400 
LBS AND 0.25 INCH DIAMETER. 


BOLT | MINGRIP | POSSIBLE QUICK RELEASE PIN REPLACEMENT 
AN4-12A AVIBANK: BLC4B10S, BLC4TA10S, BLC4R10S, BLC4LA10S 


MS NUMBER: MS17984C410, MS17985C410, MS17886C410, MS17987C410 
AN4-15A/ | 1.3” 
AN4-16A 


REID: BLRS-010, BLBS-010 
AVIBANK: BLC4B13S, BLC4TA13S, BLC4R13S, BLC4LA13S 
MS NUMBER: MS17984C413, MS17985C413, MS17986C413, MS17987C413 
REID: BLRS-020, BLBS-020 
THE FOLLOWING OPTIONAL KITS ARE AVAILABLE FROM DART TO PROVIDE QUICK RELEASE CAPABILITY. 
DART HELI-UTILITY-BASKETS™ D350-607-041 @ CHG 008, D350-607-043 @ CHG 005, D350-607-045 @ CHG 
003, D350-607-047 @ CHG 003, OR LATER CHANGE NUMBERS, OR KITS MODIFIED PER SERVICE 
INSTRUCTION DSI 9342 USE AN4-15A BOLTS AND SHOULD PURCHASE THE DSI-9052-013 KIT. EARLIER 
CHANGE NUMBERS THAT HAVE NOT BEEN MODIFIED PER SERVICE INSTRUCTION DSI 9342 USE AN4-12A 
BOLTS AND SHOULD PURCHASE THE DS!-9052-011 KIT. 


QTY | QTY | PART DESCRIPTION 
-011 || -013-| NUMBER 


ae il -045 (CHG <002) / -047 (CHG s002 
ees DSI-9052-013 | QUICK RELEASE KIT, FOR D350-602-011/-013/-014 & D350-607-041 (CHG 


008) / -043 (CHG 005) / -045 (CHG 003) / -047 (CHG 003 


DSI-9052-011 | QUICK RELEASE KIT, FOR D350-607-041 (CHG <007) / -043 (CHG <004) / 


eee es ee ee 
BLRS-010 + | QUICK RELEASE PIN (1.0 GRIP 
|_| -3 [| BLRS-020 _/ | QUICK RELEASE PIN (1.5" GRIP 


IT IS ACCEPTABLE TO LEAVE THE 02230-1/-3 CLAMPS INSTALLED ON THE CROSSTUBES WHEN THE 
BASKET OR POD IS REMOVED. WEIGHT & BALANCE, FOR CLAMPS ONLY, IS 1.8lb (0.82kg) @ STA 135in 
(3.43m) & BL +36in (£0.91m). 
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